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PROJECT  10073  RECORD  CARD 


I.  DATE 

2.  LOCATION 

12- 

CONCLUSIONS 

2/ 

Peterson 

Field 

D 

Wos  Sotloon 

'fiiSCAiurust  1957 

Colorado 

Springs,  Colorado 

o 

Proboblf  Boltopo 
Poisibiy  Boflooti 

3.  DATE'TIME  CROUP 

1 4.  TYPE  OP  OBSERVATION 

u 

J.  V-3.  fo  '2(/  !i2^ 

Bfoun  d- VI  *tj 

dt 

□ Cmynd-R  tutor 

□ 

□ 

Wot  Alrcroft 
Pfobobly  Aircrolt 

.YCXAif>Viniol 

□ Air-lrtl«rcopl  Roctor 

D 

Possibly  Aircraft 

V PHOTOS 

L SOURCE 

dXWos  Aifronomicot 

□ Y»s 

a 

Probably  Aifronomtcol 

CiHo 

Military 

D 

Possibly  Astronamicat 

7.  LENGTH  OP  OBSERVATION 

B.  NUMBER  OP  OBJECTS 

9.  COURSE 

O 

O 

Othaf - 

fniufficianl  Data  for  Evalaation 

10  minutes 

two 

descend  inj^ 

□ 

Ualt  aawn 

10.  BRIEP  SUMMARY  OP  SICMTtNO 

1).  COMMENTS 

Two  objects  round,  size  of  nickel, 
color  whi  to  .One/be low  tlio  othej*. 

Objs  bobbins  descending  behind  riko’s 
Peak . 


Venus  & Jupiter 


ATIC  rORH  339  (RSV  3»  SEP  S3) 
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WPU120I  YMB079ZNB132 
PP  RJEDUP  RJEPKQ  RJVFDN 
D£  RJEDEN  39 


P 231651Z 

FM  COMDR  ADC  ENT  AFB  COLO 

TO  RJEPHQ/ACS  INTELLIGENCE  HEADQUARTERS  USAF  WASH  D C 
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] RJEDWP/COMDR  ATIC  VPAFB  OHIO 

* • *1 

I R.lUFDN/COMDR  3/iTH  AIR  DIU  DFF  KIRTLAND  AFB  NM 
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\ /UNCLAS/ADODI-B  113  PD  THIS  IS  A UFOB  MESSAGE  PD  A*A.  BOUND  -l.B. 

I. 

I'  NICKEL  l.C.  WHITE  l.D.  TWO  l.E.  ONE  BELOW  OTHER  l.F.  NONE  1«G.  NONE 

'$ 

1. H.  NONE  l.I.  NONE  PD  2./A.  BRIGHTNESS  OF  OBJECTS  2.B.  FORTY  DEGREES 

I 

■ ELEVATION  CMM  TWO  SEVEN  ZERO  DEGREES  AZIMUTH  2.C,  SAME  2*D.  BOBBING 

2. E.  DESCENDING  BEHIND  PIKES  PEAK  2.F.  TEN  MINUTES  PD  3.A»  GROUND 
VISUAL  AND  AIR  VISUAL  3-B.  NONE  KNOWN  3«C.  T-33  AIRCRAFT  FLYING 

) 

10,000  FEET  HOME  STATION  PETERSON  FIELD  COLORADO  PD  4»A.  22/02ASZ  AUG 
57”A^B.  NIGHT  PD  5.  PETERSON  FIELD  CMM  COLORADO  SPRINGS  CMM  COLORADO  PD 
G.A.  CONTROL  TOWER  OPERATORS  PD  6.B.  LT.COL  J D BECKELMAN  CMM  HEAD- 

I 

' QUARTERS  ADC  CMM  RELIABILITY  EXCELLENT  PD  A/3C  GARRY  JONES  CMM  ASIA 


PAGE  TUO  RJEDEN  39 

ABRON  CMM  RELIABILITY  FAIR  PD  7,A.  CLOUDY  PD  B.  SURFACE/NORTH/ AKNOTS 
10,000/ X90/8  KNOTS;  NO  FURTHER  ALTITUDES  AVAILABLE  PD  C.  6500  FEET 
BRoidN  cm  13,000  COVER  PD  D.  65  MILES  PD  £•  BROKEN  PD  F.  NONE  PD  8. 
NONE  PDS9.  NONE  10  NONE  IN  AREA  OF  OBJECT  CMM  CIVILIAN  AND  MILITARY 
AIRCRAFT  IN  PETERSON  PATTERN  PD  11.  OPERATIONS  OFFICER  CMM  1006TH  AISS 
CLN  SIGHTING  PROBABLY  CAUSED  BY  WEATHER  BALLON  PD  12,  NONE  PD  END 
BT 

23/1653E  AUG  RJEDEN 


